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ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 PASS-00 /020W 

102384 082036Z/46 

R071435Z JUL 77 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4589 
AMEMBASSY BELGRADE 

UNCLAS ZAGREB 595 

E.O. 11652: N/A 
TAGS: BTIOYO 

SUBJECT: EOREIGN GOVERNMENT TENDER 

TO: VIRGINIA YORIO FOR J.S. WALKER 
GENERAL ELECTRIC COMPANY 
570 LEXINGTON AVENUE 
NEW YORK, N.Y. 10022 

TELEX: RCA 234 698 

SUMMARY: HOSPITALDENT-LABORATORIA, ENTERPRISE SPECIALIZING IN 
IMPORT OF MEDICAL EQUIPMENT, IS SEEKING BIDS ON X-RAY EQUIPMENT 
FOR THE CHILDREN'S HOSPITAL IN ZAGREB. APPROXIMATE VALUE 2.7 
MILLION DOLLARS. 

END SUMMARY. 

1. 479/02/T0007 

2. 070777 

3. RBRADTKE 

4. 479 YUGOSLAVIA 
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5.IA 

6A. REPLY TO - 
6B. IVAN SRDAREV 
6C. HOSPITALDENT-LABORATORIA 
BERISLAVICEVA 1 1 
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41000 ZAGREB, YUGOSLAVIA. 

7. SLUZBENI LIST SFRY, NO. 31, OF JUNE 17, TENDER NUMBER: Z-1544 

8. SEPTEMBER 15, 1977. 

9. 204 9A. FOREIGN COMMERCIAL TENDER 

10. DESCRIPTION 

3693019-2700 MEDICAL X-RAY EQUIPMENT FOR THE CHILDREN'S HOSPITAL 
INCLUDING: 

A) 12-PULSE GENERATOR, 1,000 MA, 150 KV WITH MODULE SYSTEM FOR 
AUTOMATIC EXPOSURE SETTING; UNIVERSAL DIAGNOSTIC BOARD WITH 
REMOTE CONTROL FOR EXAMINING CHILDREN OF ALL AGES, THE BOARD 
SHOULD HAVE A MOTOR SLIDE FROM TRENDELENBOURG POSITION TO VERTI- 
CAL, MOTOR ROTATION OF THE PATIENT AND, LONGITUDINAL AND DIAGONAL 
SLIDE. 

B) BV DUPLEX SYSTEM WITH 25 CENTIMETERS HIGH SENSITIVITY WITH TV 
CHAIN AND AUTOMATIC DOSE REGQZATION FOR DIASCOPY; 

C) A CAMERA OF 100 MM AND 6 FRAMES PER SECOND; 

D) A CEILING STAND WITH TELESCOPIC TUBE HOLDER; 
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E) HORIZONTAL BUCKY TABLE WITH BUILT-IN FILM CHANGER 35X35MM, 
THREE FRAMES PER SECOND WITH SYNCHRONIZED BOARD SLIDE FOR 
PERIPHERAL ANGIOGRAPHY; 

F) ADDITIONAL TOMOGRAPH FOR LINEAR TOMOGRAPHY AND ZONOGRAPHY 
IN HORIZONTAL POSITION; 

G) SPECIAL VERTICAL STAND FOR PHOTOGRAPHING LUNGS OF CHILDREN 
WITH DEVICE TO SET EXPOSURE ACCORDING TO BREATHING; 

H) SPECIAL HOLDERS FOR CHILDREN TO FIT ALL SIZES AND TO FIT THE 
ABOVE APPARATUS; 

I) TWO PIECES OF X-RAY TUBES WITH 10,000 CYCLES PER MINUTE WITH 
A GRAPHITE ANODE, SHIELDS AND HIGH TENSION CABLES; 

J) EXCHANGER OF FILMS 24X30 WITH THREE FRAMES A SECOND FITTED 
ON UNIVERSAL STAND FOR CEREBRAL ANGIOGRAPHY. 

11. HOSPITALDENT ADVISES THAT THEY WISH TO RECEIVE ACTUAL BIDS, 
NOT RPT NOT PROMOTIONAL MATERIAL. US FIRMS ARE URGED TO SEND 
PRO FORMA INVOICES IN FIVE COPIES CONTAINING MOST FAVORABLE 
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PRICES, DELIVERY DEADLINE, BROCHURES,UUARANTY, SERVICING 
EACILITIES AND BEST PAYMENT CONDITIONS, BOTH IN CASH AND CREDIT. 

BIDS SHOULD BE SUBMITTED TO THE ADDRESS LISTED IN PARA 6C. 

WITH NOTATION "JAVNO PRIKUPLJANJE PBUUDA B-7/4-S''. SPECIAL HANDLING 
REQUESTED ACCORDING TO THE CRITERIA C. KAISER 

NOTE BY OC/T: PASSED ABOVE ADDEE 


UNCLASSIEIED 


NNN 
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